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jll   ,1of vn in the expression for GO, was found by experiment to have the value 0.434 ± 0.02, while for water and the Fraunhofer line D equation (25) gives its value as 0.451. The value of this coefficient given by the assumption of Fresnel is, for this case, v2 — i : v2 = 0.438.
